To:  R8  RRC[R08_RRC@epa.gov] 

Cc:  Ostrander,  David[Ostrander.David@epa.gov];  Eoc,  Epahq[Eoc. Epahq@epa.gov] 

From:  Snyder,  Robert 

Sent:  Wed  9/30/2015  1 0:38:02  PM 

Subject:  Gold  King  mine  MCP  satellite  link  is  down 


We  at  the  ICP  here  in  Durango  just  received  a call  from  the  OSC  at  the  Gold  King  Mine  site.  The 
satellite  link  on  the  R8  MCP  is  down  and  cannot  be  reestablished.  The  truck  can  see  the  satellite, 
but  cannot  establish  its  link. 


Please  advise  as  to  next  steps. 


Robert  Snyder 
Logistics  Section  Chief 
Gold  King  Mine  Release  Incident 
Tele:  (312)  859-6389 


Email:  snvder.robert@epa.gov 
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